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Mark Riley 

Deputy Director- Disaster Recovery Division 
State of Louisiaina Governor’s Office of 
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1500 Main Street 


REceiveo 


Per 


JU^^ZOIS 


RE: FEMA-1603-DR- LA, HMGP Project #424 
NSA Retrofit Project 


Dear Mr. Riley: 

Please withdraw the application for FEMA project # 424 NSA Wind Retrofit and Generators. 

The substitute drainage upgrades and green infrastructure project application will be submitted in the 
next 2 weeks. 

If you have any questions regarding this issue please contact Katie Dignan at 504-658-8669. 

Thank you for your continued support and assistance. 


Sincerely, 




Cedric S. Grant 
Executive Director 


cc: Katie Dignan, CNO 
Casey Tingle, GOHSEP 
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